Los ANGE 28 COUNTY - SHERIFF'S DE ARTMENT 


CLASSIFICATION 
ACCIDENTAL: No 

GUN TAKE-AWAY: No 

PERSON(S) ARMED: Yes 

PERSON(S) UNARMED: No 

STARTLE: No 

UNINTENTIONAL: No 

DEPUTY IN UNIFORM: [ | RAID JACKET: |X] PLAIN CLOTHES: 
VEST WORN: Yes 

FOOT PURSUIT: No 

VEHICLE PURSUIT: No 

MOVING VEHICLE: No 

VEHICLE STOP: No 

TYPE OF HOLSTER: Departmental Issue 

GUN IN HOLSTER: No 

STRUGGLE INVOLVED: No 


ADDITIONAL FACTS AND INFORMATION: 

Suspect armed and had just shot another individual. When deputies confronted the 
suspect who was walking down the street on a sidewalk suspect turned and pointed a 
handgun at the deputies and attempted to shoot them. 


COUNTY, :LOS ANGELES - SHERIFF'S DE. ARTMENT 
INCIDENT DATA 


WHAT INITIATED INCIDENT 
Call Observation L] Search Warrant L] Arrest Warrant [|] 


LOCATION OF OCCURRENCE 
'alley Boulevard, Bassett (Industry Station) 


TYPE OF LOCATION 


Residence C] Business L] Industrial E] Parking Lot C] 


Street К] Васкуага m Freeway O Rural [| 
Other П] 


SHOOTING CONDITIONS 


LIGHTING 
Dark Street Lighting 


DISTANCE 


approximately 30* 


— 
CONTRIBUTING FACTORS 


Suspect just shot another individual; suspect armed and pointed handgun at deputies, attempting to 
shoot them. (Refer to Investigative Summary) 


LOS ANGEL S COUNTY - SHERIFF'S DE; 3RTMENT 
DEPUTY INVOLVED 


SHOOTER 
EMPLOYEE S NAME 
FALLON, Charles 
RANK EMPLOYEE NO. UNIT AND DIVISION / REGION OF ASSIGNMENT 
Deputy Safe Streets Bureau/OSS/Industry Station 
“=ч 
SEX WEIGHT DATE OF BIRTH AGE 
M | Caucasian 210 mE 43 
DUTY STATUS HIRE DATE 
Continuing on duty 05-26-82 
UNIFORM RAID JACKET PLAIN CLOTHES VEST 
No Yes No Yes 
INJURED DECEASED | CORONER'S CASE NO. > E 
No No 96-06036 
DESCRIPTION OF INJURIES 
WAS THE DEPUTY IMMEDIATELY REMOVED FROM THE SCENE? YES IX 1 NO [ |] 
WAS THE DEPUTY SEQUESTERED PRIOR TO THE INTERVIEW? ves IX] No [ 1 
WHERE? Safe Streets Bureau Trailer 
SUPERVISED BY: Sergeant Rosenberger 
WEAPON USED 
PE AUTHORIZED 
Beretta 92F; 9m/m; Department Issue Yes 
AMMUNITION TYPE AUTHORIZED 
9 m/m Winchester Yes 
RANGE QUALIFICATION (LAST DATE) |NO. OF ROUNDS FIRED BY DEPUTY NO. OF HITS 
2 


eight 


DEPUTY'S TOXICOLOGY 


UNDER THE INFLUENCE TEST FOR CAUSE ORDERED ORDERED BY 
No No 

TRAINING INFORMATION 
LASER VILLAGE TRAINING (LAST DATE) PRAC POLICI URSE (LAST DATE) 


Page 1 


DEPUTY INVOLVED 
ы Continued “ 


ASSIGNMENT HISTORY 


12-18- 9» — Safe Streets Bureau Deputy 


PRIOR SHOOTING INCIDENTS (ALL KNOWN INCIDENTS WHERE DEPUTY HAS DISCHARGED A WEAPON 
INCLUDING ACCIDENTAL DISCHARGES AND SHOTS FIRED AT ANIMALS OR HUMANS) 


-2- FALLON, Бы | 


LOS ANGE 25 COUNTY - SHERIFF'S DE ARTMENT 
DEPUTY INVOLVED 


SHOOTER 
EMPLOYEE'S NAME 
STEINWAND, Brian 
RANK EMPLOYEE NO. UNIT AND DIVISION / REGION OF ASSIGNMENT 
Deputy ШЕШ Safe Streets Bureau/OSS/Industry Station 
SEX RACE HEIGHT WEIGHT DATE OF BIRTH AGE 
M | Caucasian 602 210 | | 
DUTY STATUS 
Continuing on duty 
UNIFORM RAID JACKET 
Yes 


DECEASED 
No 


CORONER'S CASE NO. 
96-6036 


DESCRIPTION OF INJURIES 
None 


WAS THE DEPUTY IMMEDIATELY REMOVED FROM THE SCENE? 


WAS THE DEPUTY SEQUESTERED PRIOR TO THE INTERVIEW? 
WHERE? Safe Streets Bureau Trailer 


SUPERVISED BY: Sergeant Daniel Rosenberg 


WEAPON USED 
TYPE 
Beretta 92F; 9m/m; Department Issue 


AMMUNITION TYPE 
9 m/m Winchester 


RANGE QUALIFICATION (LAST DATE) 


NO. OF ROUNDS FIRED BY DEPUTY NO. OF HITS 


DEPUTY'S TOXICOLOGY 


LASER VILLAGE TRAINING (LAST DATE) 


DEPUTY INVOLVED 
Continued 


ASSIGNMENT HISTORY 
UNIT OF ASSIGNMENT 


05-29-88 Juvenile Operations Bureau (Safe Streets) Deputy 


PRIOR SHOOTING INCIDENTS (ALL KNOWN INCIDENTS WHERE DEPUTY HAS DISCHARGED A WEAPON 
INCLUDING ACCIDENTAL DISCHARGES AND SHOTS FIRED AT ANIMALS OR HUMANS) 


-2- STEINWAND, E | 


LOS ANGEL `S COUNTY - SHERIFF'S DE; ,RTMENT 
SUSPECT/SUBJECT 
LAST NAME FIRST NAME 
"iil 
SEX: RACE HEIGHT WEIGHT ров. AGE DECEASED 
Male Hispanic 5-10 150 08-02-69 27 Yes 
INJURED DESCRIPTION OF INJURIES - 


Мо] two gunshot wounds; (1) to the back and (1) to the right leg 


SUSPECT'S TOXICOLOGY 
UNDER THE INFLUENCE 
Unknown, waiting for report 


TYPE OF SUBSTANCE 


LAB TEST CONDUCTED 


ARMED TYPE OF WEAPON 
Yes Charter Arms, .38 Revolver, 5 shot, AE 
NUMBER OF SHOTS FIRED BY SUSPECT NUMBER OF HITS 
None at deputies None 
| SUSPECT VEHICLE = 7| 
None 


CRIMINAL HISTORY (ATTACH COPY OF RAPS) 
See Exhibit A -pages 79 to 84 


SUMMARY OF INCIDENT 
See investigative summary. 


LOS ANGE; `S COUNTY - SHERIFF'S ОЕ; ARTMENT 
WITNESS LIST 
‘SWORN AND DEPT EMPLOYEES TO INCLUDE NAME, RANK, EMPLOYEE NUMBER, UNIT, AND DIVISION/REGION OF 
ASSIGNMENT - ALL OTHER WITNESSES TO INCLUDE NAME, ADDRESS (BUSINESS AND HOME) AND TELEPHONE it 


WITNESS # 1- 
BENE E — 


was interviewed on August 13, 1996 at 2355 hours by Sergeant Isaac Aguilar and Deputy 
Byron Wisberger of the Homicide Bureau. The interview was tape recorded. The person 
interviewed was given a copy of his/herAdministrativeRights: Yes[ ] No[ x] 


WITNESS # 2 


MH/16 D.O.B И 


was interviewed on August 13, 1996, by Sergeant Paul Mondry and Deputy Susan Coleman 
of Homicide Bureau. The interview was not tape recorded. The person interviewed was 
given a сору of his/herAdministrativeRights: Yes[ 1 No[x] 


WITNESS # 3 


Н/46 CID 


was interviewed on August 13, 1996, by Deputy R. Lam L 1m Industry Station. The 
interview was not tape recorded. The person interviewed was given a copy of his/ 
herAdministrativeRights: Yes[ ] No[x] 


WITNESS # 4 


was interviewed on August 13, 1996, by Deputy R. Lam of Industry Station. The interview 
was not tape recorded. The person interviewed was given a copy of his/ 
herAdministrativeRights: Yes[ | Nof x] 


NOTE: THIS LIST ONLY CONTAINS THOSE WITNESSES PERSONALLY INTERVIEWED BY 1.А.В. INVESTIGATORS. 
SEE ATTACHED REPORTS AND DOCUMENTS FOR POSSIBLE ADDITIONAL WITNESSES. 


LOS ANGE; `5 COUNTY - SHERIFF'S DE, ARTMENT 
WITNESS LIST 


SWORN AND DEPT EMPLOYEES TO INCLUDE NAME, RANK, EMPLOYEE NUMBER, UNIT, AND DIVISION/REGION OF 
ASSIGNMENT - ALL OTHER WITNESSES TO INCLUDE NAME, ADDRESS (BUSINESS AND HOME) AND TELEPHONE # 


WITNESS # Š 
Gw saco em 


was interviewed on August 13, 1996, by Deputy R. Lam of Industry Station. The interview 
was not tape recorded. The person interviewed was given а copy of his/ 
herAdministrativeRights: Yes[ 1 No[x] 


WITNESS # 6 


[o 
ma 


was interviewed on August 13, 1996, by Deputy R. Lam of Industry Station. The interview 
was not tape recorded. The person interviewed was given a copy of his/ 
herAdministrativeRights: Yes[ 1 No[x] 


WITNESS # 7 
— в 


was interviewed on August 13, 1996, by Deputy R. Lam of Industry Station, The interview 
was not tape recorded. The person interviewed was given a copy of his/ 
herAdministrativeRights: Yes[ ] No[x] 


WITNESS 4 8 


| Rm 0 e | 
= === À À |] 


was interviewed August 13, 1996, by Deputy R. Lam of the Industry Station. The interview 
was not tape recorded. The person interviewed was given a copy of his/ 
herAdministrativeRights: Yes. 1 No[ x] 


NOTE: THIS LIST ONLY CONTAINS THOSE WITNESSES PERSONALLY INTERVIEWED BY І.А.В. INVESTIGATORS, 
SEE ATTACHED REPORTS AND DOCUMENTS FOR POSSIBLE ADDITIONAL WITNESSES. 


LOS ANGE; `S COUNTY - SHERIFF'S DE, ARTMENT 
WITNESS LIST 


SWORN AND DEPT EMPLOYEES TO INCLUDE NAME, RANK, EMPLOYEE NUMBER, UNIT, AND DIVISION/REGION OF 
ASSIGNMENT - ALL OTHER WITNESSES TO INCLUDE | NAME, ADDRESS (BUSINESS AND! HOME) AND TELEPHONE # 


WITNESS 9 


was interviewed on August 13, 1996, by Deputy R. Lam of Industry Station. The interview 
was not tape recorded. The person interviewed was given a copy of his/ 
herAdministrativeRights: Yes[ | No[x] 


was interviewed on August 13, 1996, by Deputy R. Lam of Industry Station. The interview 
was not tape recorded. The person interviewed was given a copy of his/ 
herAdministrativeRights: Yes[ 1 No[x] 


WITNESS #10_ 


WITNESS # 11 


was interviewed on August 13, 1996, by Deputy John Harvey of Industry station. The 
interyiew was not tape recorded. The person interviewed was given a copy of his/ 
herAdministrativeRights: Yes[_] No[x] 


WITNESS # 12 


was interviewed on August 13, 1996, by Deputy John Harvey of ndustry Station. 'The 
interview was not tape recorded. The person interviewed was given a copy of his/ 
herAdministrativeRights: Yes[. 1 Ne[x] 


NOTE: THIS LIST ONLY CONTAINS THOSE WITNESSES PERSONALLY INTERVIEWED BY LA.B. INVESTIGATORS. 
SEE ATTACHED REPORTS AND DOCUMENTS FOR POSSIBLE ADDITIONAL WITNESSES. 


Los ANGE! > S COUNTY - SHERIFF'S DE, ЛАТМЕМТ 


ON SCENE CHECK LIST 

OFFICER IN CHARGE 

143 K-7 Lieutenant Merriman 
DIAGRAM LOCATION PHOTOS OF LOCATION 

Yes Yes 


NOTE ALL VEHICLES INVOLVED IN INCIDENT. 
ii 


1988 Chevy Caprice ,4 DR. Sedan, Brown 
LICENSE # DESCRIPTION 


LICENSE # DESCRIPTION 


LICENSE # DESCRIPTION 


LICENSE # DESCRIPTION 


LICENSE # DESCRIPTION 


LICENSE # DESCRIPTION 


LICENSE # DESCRIPTION 


LICENSE # DESCRIPTION 


LICENSE # DESCRIPTION 


LOCATION OF ANY WEAPONS 
[Valley Boulevard, Bassett, next to suspect, 
ATION OF ANY BOD) 
Queen of the Valley Hospital West Covina 
LOCATION OF ANY BLOOD 
alley Boulevard, Bassett 
COMPLETE WITNESS LIST 
Yes 


WAS THE DEPUTY IMMEDIATELY REMOVED FROM THE SCENE? ves [X 1 NO [ ] 


WAS THE DEPUTY SEQUESTERED PRIOR TO THE INTERVIEW? ves IX] м [í 1 
WHERE? Industry Station OSS Trailer 
SUPERVISED BY: Sergeant Daniel Rosenberg 

VIDEO TAPE OF SCENE 

No 

IN SERVICE SHEETS 

Yes -d 


Los ANGE! S COUNTY - SHERIFF'S DE; ЛАТМЕМТ 
CASE COMPLETION CHECK LIST 


MDT MESSAGES 
None 


STATION LOG PRINT QUT 
Yes 


CARLOGS 
Yes 


PHONE CALL RECORDINGS PERTAINING TO CASE 
Yes 


PRINTS FROM SCENE 
N/A 


GSR TEST 


BLOOD SPATTER EXAM AND ANALYSIS 
N/A 


ALL REPORTS AND DOCUMENTS FROM STATION / UNIT 
Yes 


STATION / UNIT TRAINING RECORDS 
Yes 


ACADEMY TRAINING RECORDS 
Yes 


TRAINING RECORDS FOR EQUIPMENT USED 
Yes 


SUSPECT PERSONAL HISTORY INFORMATION 
Yes 


INVESTIGATIVE SUMMARY 
File ТАВ 5010682 


Тһе summary of this incident is based оп ће reports, memorandums, teletypes and taped 
interviews contained in this package. It also contains information verbally relayed to the Internal 
Affairs Bureau investigators. This summary is preliminary and only contains information given to 
the Homicide investigators by Subjects Charles Fallon, Deputy, P | and Brian Steinwand, 
Deputy, as to their accounts of the incident. 


Lieutenant Ben Nottingham, Sergeants Barry McCrummen and Herman Trevizo, responded to the 
scene on Tuesday, August 13, 1996, and contacted Lieutenant Frank Merriman of Homicide 
Bureau for preliminary details of the deputy involved shooting. 


The investigation revealed that on August 13, 1996, at approximately 2040 hours, Industry Station 
units responded to an assault with a deadly weapon, just occurred call at the “La Taverna” Bar, 
14918 Valley Boulevard, Bassett, 


Subjects Fallon and Steinwand were assi; to ration Safe Streets Bureau (OSS) and were in 
the field in an un-marked unit (140 G-B)| When the call of the 245 P.C. J/O was 
broadcast, they were travelling east on Nelson Avenue, just west of Sunset, a short distance from 
the call. 


Subject Steinwand said as they were turning east onto Valley Blvd., they observed a radio car 
rolling code-3 southbound on Sunset behind them. They pulled over to let the vehicle go by; 
however, it turned west onto Valley Blvd. instead of east towards the location of the call. 


Subject Steinwand said they arrived at the location first and could see numerous patrons exiting the 
location. They were informed that a shooting victim was inside and the sus; Armando Mo: 
aka: Luis Lopez, had fled, westbound Valley Blvd. on foot. A witness, ne 
approached him yelling, “There he goes! There he goes”, pointing westbound on Valley Blvd. 
Steinwand said that he couldn't see who he was pointing at. 


Subject Steinwand said he was the bookman and had the witness get into the rear seat of their 
vehicle. He quickly questioned the witness and initiated a broadcast with the suspect information 
and the fact that they were in the process of looking for the suspect and had a witness with them. 
He told the handling units to continue to roll to the location. 


Subject Steinwand said that he could see additional radio cars responding code-3 to the location 
just seconds away. As they travelled west on Valley Blvd., Subject Fallon observed a male riding a 
bicycle and asked the witness if he was the suspect and was told no. 


Subject Steinwand said the witness again described the suspect as a male, Mexican, wearing a 
white t-shirt, carrying a gun with a black jacket wrapped around his gun hand. He said at that time 
they observed a male matching the suspect's description walking west on the south sidewalk of 
Valley Blvd. in front E m Bivd. 


Subject Steinwand said that Deputy Fallon pulled westbound, close to the south curb, in the 
eastbound traffic lanes. The suspect was still walking west as they approached him slowly from 
behind. They stopped approximately twenty feet behind the suspect. He said that he and Fallon 


INVESTIGATIVE SUMMARY i IAB S010682 


exited the vehicle from their respective sides and took cover behind the vehicle's door. 


Subject Steinwand said as they were stopping, the witness was telling them, “That's him, that's 
him." He observed the suspect's right arm out in front of him, slightly in front of his body. He 
Observed a black jacket over his arm. He said they each had drawn their weapons and as they got 
out of the car they yelled, "Sheriff's Department, don't move!" He said he may have told the 
suspect to freeze. 


Subject Steinwand said the suspect stopped dead in his tracks, turned in their direction (to the 
right) at the hips and raised his right hand that held a gun with the black jacket still wrapped around 
it. He could see the suspect pointing the gun directly at them. He could see it was a revolver and the 
suspect appeared to be sighting it at them. 


Subject Steinwand said he fired three rounds at the suspect fearing for his life and the lives of his 
partner and the witness. He saw the suspect stagger several steps forward; however, he still had the 
gun aimed in their direction and at that time he heard Subject Fallon firing his weapon. He saw the 
suspect stagger approximately eight feet forward and fall to the ground. (See Exhibits A, B, &C) 


Subject Steinwand said they had stopped firing and he put out an emergency broadcast that they 
had just been involved in a shooting and the suspect was down. He requested assistance. He 
covered the suspect with his gun as Subject Fallon moved over to the driveway and took cover 
behind a parked vehicle, so he could better cover the suspect. 


Subject Steinwand said the suspect was lying in a dirt area where the sidewalk met the circular 
driveway. He said the gun was still wrapped up in the jacket approximately eight feet to the west of 
the suspect, where the suspect had tossed it. 


Subject Steinwand said they covered the suspect until assisting units arrived, seconds later, and 
they contained the area and called for paramedics. 


Subject Fallon substantially related the same sequence of events as Subject Steinwand. He said he 
was the driver and Steinwand was the passenger, when they monitored the 245PC, just occurred 
call. He said that as they approached the address of the call the stopped at a bar and it appeared 
business as usual. They drove a little further east on Valley Blvd. and saw the name of the bar, “La 
Taverna". 


Subject Fallon said that as they pulled up there were dozens of people running out of the bar. He 
said Witness ЕЕЕ гол up to Steinwand yelling, “Не went that way, һе went that way!” Тһе 
witness was pointing west on Valley Blvd. He said the witness further told them that the suspect 
was armed with a gun. 


Subject Fallon said they started travelling west on Valley Blvd., looking for the suspect, with the 
witness in their rear seat. He said he observed a male ridding a bicycle, but was told by the witness 
it wasn't the suspect. A short distance later, he observed a male matching the suspect's description 
walking west on the south sidewalk of Valley Blvd. He said the witness told them, "That's him, 
that's him!" 


Subject Fallon said he pulled up westbound, at an angle along the south curb and stopped directly 
under a street lamp. The suspect was in front of them on the sidewalk in front of a residence. He 
said that he and Subject Steinwand got out of their vehicle on their respective sides and took cover, 


INVESTIGATIVE SUMMARY 2 IAB S010682 


crouching behind the doors. They had drawn their guns as they exited the vehicle. 


Subject Fallon said they were both yelling, "Sheriff's Department, Sheriff's Department!" at the 
suspect. He said that Steinwand was yelling at the suspect to get down. He said the suspect stopped 
walking, his arm was positioned at a 45% angle to his body and he had a jacket draped over his 
arm. 


Subject Fallon said that the suspect, with his feet still pointing west, twisted his body back in their 
direction and pointed a gun right at him. He said he knew the suspect was going to shoot him, in 
fact he wasn't sure if the suspect hadn't already tried. He said he returned fire and the suspect 
appeared to walk away. The suspect took a few strides and fell to the ground. As he fell his body 
was still twisted in their direction, with the gun being pointed at them. 


TAB Note: When the suspect's revolver and black jacket were inspected and taken 
into evidence at the crime scene, the jacket material had obstructed the 
hammer from falling and apparently prevented the gun from being fired. 
(Refer to last picture in Exhibit C) 


Subject Fallon said that as the suspect fell to the ground, the jacket and gun were flung a few feet 
in front (west) of the suspect. He said that Subject Steinwand broadcast that they had been 
involved in a shooting and requested assistance. He said that as Steinwand was on the radio, he 
moved to his left and took up a position behind a parked car at the location and covered the 
suspect, with his gun. 


Subject Fallon said he observed a number of live .357 rounds on the ground near the suspect. He 
said assistance arrived, followed by the paramedics. The suspect was transported to Queen of the 
Valley Hospital where he was pronounced dead. 


Subject Fallon said that he fired eight times and he was aware of his partner, Steinwand firing also. 
He said he was in fear of their lives at the time he fired. He said the suspect never said anything. 


Witness #1, I said he was in the “La Taverna” bar having a couple of beers. 
While there, he heard three or four shots. He said that he got down on the floor and as he looked 
around the bar, he saw the shooting victim fall to the floor. He then observed the suspect who was 
holding a handgun, shoot the victim several more times while the victim was on the ground. The 
suspect walked to the front door and then walked back over to the victim, saying, “You want to 
fight?” You want to fight?” (Refer to Exhibit A, page 46) 


Witness Mid the suspect then walked out of the bar and down the street. He said he went 
back into the bar and asked the victim if he knew the suspect and the victim said “Luis.” He said he 
went outside just as several officers drove up and he told them that the suspect was walking down 
the street (Valley Blvd.). 


Witness ЖА: the officers had him get in their car and they drove westbound on Valley 
Blvd., after the suspect. As they were travelling westbound, he observed the suspect and pointed 
him out to the two officers. They stopped their car near the suspect, got out of the car and yelled at 
the suspect, “Police, stop!” 


Witness aia the suspect turned around and pointed a gun, which he held in his right hand 
at them. He said the black jacket was draped across the suspect's right forearm; however, the 


INVESTIGATIVE SUMMARY 3 TAB S010682 


handgun was clearly visible. He said he ducked behind the seat as the officers each fired at the 
suspect. He heard approximately four shots. He said the suspect fell to the ground. 


Witness #2, RMI said he was helping his Bin a catering truck just east of 

[Valley Blvd, Bassett. (Refer to Exhibit A, page 62) Не said a man drove up in a beige 
vehicle and told them to call 911, because a man with a gun was walking their direction and he had 
just shot someone. 


Witness EME said he looked east on Valley Blvd. and saw his friend being followed by the 
suspect, who was carrying a gun in his right hand. He yelled at his friend to run and then he got 
into the catering truck. He observed the police stop adjacent to the suspect and yell freeze. He said 
the suspect kept walking west out of his sight. He said he heard one shot followed by a number of 
shots he assumed were from the deputies as he couldn’t see anything at that time from where he 
was. 


Witnes M after the shooting stopped he looked out and saw the suspect lying on the 
ground near the sidewalk. 


Witnesses # 3 thru 10 heard shots, but didn't see anything. (Refer to Exhibit A, pages 40-41) 


Witnesses #11 & 12, observed the shooting inside the “La Taverna" bar, but did not see the deputy 
involved shooting. (Refer to Exhibit A, pages 30-32) 


INVESTIGATIVE SUMMARY 4 TAB 5010682. 


